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PART 1- Section 8 


Notifications relating to Non -Statutory Rules , Regulations , Orders and Resolutions louod by the 

Ministry of Defence 


MINISTRY OF DEFENCE 


General Reserve Engineer Force 


Regular Army 


No . 1001, dated 20th May 1961. - The following shall be 
the equivalent ranks in the General Reserve Engineer Force 
and the Regular Army for purposes of the Army Act, 1950 , 
as applied to the said Force by Ministry of Defence Notifica 
tion No. SRO 329 , dated the 23rd September 1960 , namely 


General Reserve Engineer Force 


Regular Army 


Do . 


· Lieutenant Colonel 


Do. 


. 


Major 


Superintending Engineer . 
Executive Engineer 
Surveyor of Works 
Senior Barrack Stores Officer 
Medical Officer Grade I 
Civilian Officer Grade I 
Assistant Exccutive Engineer 
Assistant Surveyor of Works 
Medical Officer Grade II 
Civilian Officer Grade II 


· } Captain 


Do. 
Do . 
Do. 


Do. 
Do . 


Do . 


Civlian Administrativo Officor Grada 1, 
When held against the appointment of 

Staff Officcr 2 . .. . . Major, 
When held against the appointment of 
Staff Officer 3 

meer 3 . . . . Captain . 
Civilian Administrative Officer Grade 11. 
When held against the appointment of 
Staff Officer 3 

. Captain . 
When held against the appointment of 
Civilian Administrative Officer Grade 

· Lieutenant 
Barrack Stores Officer . 


Do. 


S1791cntal Clerical 

Junior Comnissionet 

Officer 
Assistant- in -Charge 

Do. 
Personal Assistant to Brigadier 
Stenographer 

Do. 
Clerk Upper Division 

Do. 
Chief Draughtsman 
Senior Draughtsman 

Do . 
Draughtsman Grade 1 

Do. 
Surveyor Assistant Grade I 
Superintendent Building /Roads Grade II 
Superintendent Electrical /Mechanical 

Grade II , 
Supervisor Barracks /Stores Grade II 

Do . 
Supervisor (Non - Technical) Grade II . 
Surveyor Assistant Grade IT 
Charge Electrician 

· · Non -Commissieci 

Officer 
Charge Mechanic 

Do . 1 
Wireless Mechanic 
Engineer EquipmentMechanic . 

Do . 
Artificer Excavating Machinery 
Instrument Mechanic 

Do. 
Sub -Overseer 

Do. 
Leading Hand (Non - Technical ) 
Clerk Lower Division 
Store Keeper Grade I 

Do . 
Store Kecper Grade II 

Do. 
Draughtsman Grade II . , , 
Draughtsman Grade III 

Do . 
Surveyors & Draughtsmen ( Field Topo) 

Do. 
Sanitary Inspector 

Do. 
Operation Room Assistant . 
Blood Transfusion Assistant , 

Do. 
Saw Dxctor 

Do. 
Driver Mechanical Equipment 

Sepoy 
Wireless Operator 
Enginc Artificer 

Do, 
Armalurc Winder 
Electrician 
Instrument Repairer 

Do. 
Turner 
Radio Mechanic 
Vehicle Mechanic 
Motor Mechanic 


DO 
D . 


Do. 


Do. 


Do 


When held against the appointment of 
Staff Officer 3 / Captain : 

. Captain 
When held against the appointment of 
Barrack Stores Officer . 

. Licutenant. 
Civilian Officer Grade III . . . Licutcnant. 
Foreman . 

. . . : Junior Commissioned 

Officer. 
Chargeman . . . 

Do . 
Assistant Chargeman . 
Supervisor Technical 

Do . 
Superintendent Buildings /Roads Grade 

Do . 
I Incharge Sub - Divison . 
Sup rintendent Electrical Mechanical 

Grade I Incharge Sub - Division . 
Superintendent Building /Road Grade I . 

Do . 
Superintendent Electrical /Mechanical 

Grade I, 
Supervisor Barracks / StoresGrade I . 

110 , 
Supervisor (Non - Technical) Grade I 


Do. 


Io . 


Do . 


Do . 
Do. 


Do . 
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GonoralRoserve Engineer Forco 


Regular Army 


General Reserve Engineer Force 


Rogular Arty 


Sopoy 


Sepoy 
Do . 


Do. 


Do . 


Do 


. 


Do . 


Do, 


Do . 
Do, 


Do. 


. 


Do. 


. 


Do . 


. 


Do . 


. 


Do. 


. 


Do. 


. 


Do. 


Do. 


Operator Excavating Machinery 
Machinist . 
Welder 
Copper and Tin Smith . . 
Fitter 
Operator Tyre Repair Plant . 
Pipe Fitter 
Blackamith 
Carpenter 
Concretor, 
Mason 
Painter 
Packer Grade I 
Sawyer 
Switch Board Attendant . 
Wireman 
Lineman 
Vulcanlser 
Mate 
Saddler 
Driver, Engine Static 
Driver, Road Roller 

Small Plant 
Compressor 
Durcper 

Concrete Mixer 
Drlller /Operator Pneumatic Tools 
Telephone Mechanic 


Saw Machine Operator . 
Operator Laundry Plant 
Motor /Pump Attendant 
Packer Grade II 
Tailor . . . 
Mazdoor/Pioneer 
Telephone Operator 
MT Driver 
Gate Keeper 
Storeman 
Storeman ( Technical) 
Sweeper 
Cook Officers Mess 
Compounder (Dispepsci , 
Nursing Assistent/Amt ulance Order ! 
Chowkidar 
Peon /Messenger 
Barber 
Cook 
Washerman 
Mesa Waiter /Servant 
Masalchi 
Boot Maker 
Ferro Printer 


Do. 


Do. 
Do . 
Do . 


Do. 


Do . 
Do. 
Do. 
Do. 


. 


Do . 
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